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Ammunition Damp near Hove Uesto nad Vahoffl 
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Detail of pillboxes - sketch - no scale 





reinforced concrete pillboxes 
(see sketch) about 7 x 20 m - 
covered with earth and bush; 
Guardhouse - guard strength 1 - 
Sentry No* 1 
Sentry No* 2 
Sentry No* 3 
Sentries 1 routes; 

Barbed wire fence -2m high - 
total area of ammunition dump 
area is covered with trees and 
bush; 

Telephone line to barracks* 
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Ammunition dump is located in a 
valley open to the north* Slopes 
are about 30 m high and covered 
with trees and bush- 
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